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Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 ; ; 
Bureau of Laboratory Sciences 


02-24-12 


Dear ADA O’Neill: 

Enclosed is the discovery packet for Commonwealth Enclosed 

: are copies of the following information:. ■. 

1i The Drug Laboratory Receipt 

2. The Drug Laboratory Control Card 

3. The Drug Powder Analysis Form and the Micromedex Result 

4. The GC/MS Confirmatory Data 

t was the custodial chemist in this case and Kate Corbett was the confirmatory chemist. If you 
would like to discuss this case, please feel free to call me directly at the number below. 



GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Piro@state.ma,us 
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Boston Drug 
Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
"MS®?estate Laboratory Institute 


Amherst Drug 
Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 



Boston Hours 
8 : 00 - 11:00 


Amherst Hours 
9:00- 12:00 


Name (last, first, initial) 



To be completed by Lab Personnel 

Gross Weight Lab Number 


Description of Samples 


, COi-OXB TOLL'S CO/ ZA/P, 

UjAt^o/L/ *73 X' ■ - SUSPeer&> 
.P'O XppOPQAA 


Received by 
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- City: Andover Police Dept 
Officer: Detective J. MOSES 




Amount: 40.0 
No. Cont: 1 Cont: pb 

Date Rec'd: 11 /G3/2011 .-y. •. ■ . 
Gross Wt.: 36.24 ^ 


Prelim 




Subst: TAB 

Z 

No. Analyzed: 

Net Weight: /. 1 
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Drug Information 


DRUG NAME: OXYCODONE AND ACETAMINOPHEN 

INGREDIENTS: ACETAMINOPHEN - 325 MG 
OXYCODONE HYDROCHLORIDE - 10 MG 


Color: white 

Shape: Circle 

Imprint: Watson 932 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 500 ' 

AAPCC Code: 072702 - 
Acetaminophen with Oxycodone 


NDC: 0591-0932-01 
0591-0932-05 

Excipients: Silicon Dioxide, 

Colloidal; Crospovidone ; Magnesium 
Stearate; Cellulose, 

Microcrystalline ; Povidone ; Starch, 
Pregelatinized; Stearic Acid 

Regulatory Status: Schedule II 

Availability: United States 

. Product ID 6489052 

Contact: Watson Laboratories 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\msdchem\l\System7\01_26_12\815084,D 

Operator .1 : ;;i : KAC 

Date Acquired .: 2 8 . Jan. 2012 00 : 28 

Sample Name : BLANK ; ; .v 

Submitted by• ■ hi 

Vial .Number ; 2 

AcquisitionMeth: DRUGS . M 

Integrator. h' RTE : :: : 


TIC: 815Q84.D\dala,ms 


Abundance 


Tlme-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 1 2.00 


Ratio % 


Ret, Time 


***N0 INTEGRATED PEAKS * * * 


815084.D Fri Feb 24 11:39:06 2012 


Page 1 
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Area Percent / Library Search Report 


information from Data . File: 

File Name S-V: C:\msdchem\i\System7\01_26_12\815085.D 

Operator : KAC 

Date Acquired : 28 Jan 2012 00:43 -S 

Sample Name :i : OXYCODONE STD Sis 

Submitted by : .-Si- 

Vial .Number S : 85 S 

AcquisitionMeth: DRUGS.M S: 

IntegratorsSSS-S; RTE 



Ret. Time s's 

SS' S ; Ss ■ Area 

Area % 

Ratio % 

5.930 ' • 

273811 

100.00: 

100.00 


815085. D Fri Feb 2 4 11:39:11 2012 Page 1 
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Area Percent / Library Search Report 


Information from 

Data File: : 


File Name : 

C:\msdchem\l\System7\01 26 

12\815085.D 

Operator : 



Date Acquired .: 

28 Jan 2012 00:43 


Sample Name . 

OXYCODONE STD 


Submitted by : 



Vial Number. 

85 E/:v/ = ;::.^:VV: i E ; 


AcquisitionMeth: 

DRUGS , M ; 


Integrator : 

RTE 


Search Libraries 

C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L V . 

Minimum Quality:. 80 


C:\Database\PMW TOX2.L 


i;PK# ; : RT Library/ID . 

CAS# : \ Qual 


1 -5.9.3.. : ;;C;\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 42 

20 

On i i 

rn/z-> 20 40 


Average of 5.893 to 6.073 min.: 815085.DVdata,ms (-) 


315 


70 


230 


56 

nil. „ 


115 


r™l 

60 


84 98 


140 


128 

lA 


201 


188 

. 161 175 j|| 


258 

\ 


215 , 

1 , .. ..'I:. 4 y J , ?; 2 286 3 ° 0 


i'i > 1- 1 ■ i ■" | i. | l r 



815085.D Fri Feb 24 11:39:12 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\01_26_12\815087.D 

Operator KAC -i. : - • 

Date Acquired : 28 Jan 2012 '. 1 : 

Sample Name 77: ; . BLANK 


Submitted by V P.PIRO 
Vial Number ••• : 2 


AcquisitionMeth; DRUGS,M 
Integrator : RTE 



Ret. Time Area I Area;. % : Ratio % 

***NO INTEGRATED PEAKS*** 


815087.D Fri Feb 24 11:39:28 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\01_26 12\815088.D 

Operator A : KAC A 

1:30 

Submitted by : P. PIRO 

Vial Number . : : 88 

AcquisitionMeth: DRUGS . M ,;\ 

Integrator :' RTE ; .Vu 


Abundance 

eooocoj 


400000 


200000 


0 ~[—t— r—Js—j— ^— I — r X — j i I* ) f —j—I—,-1 --p i i t i j - i i < i ;~ I—r~l— I —s— i —I~~?—I— f—i—r~i—t—I I I 1 r—y—i i J i 

Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

. -Ratio 

5.93 0 

820140 

100.00 

100.00 


TIC: 815088.D\data.ms 
6.030 


81SC88.D Fri Feb 24 11:39:33 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name C: \msdchem\l\System7\01_26_12\815088 ,D 

Operator /: KAC ■ 

Date Acquired : 28 Jan 2012 1:30 



ujomittea py 
Vial Number : 88 

AcquisitionMeth: DRUGS.M 
Integrator ; : /v. : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


5,93 C:\Database\NIST05a.L 


Morphinan-6- 

-one, 

4,5-epoxy-14-hydro 

000076-42-6 

99 

Morphinan-6- 

-one, 

4,5 -epoxy-14 -hydro 

000076-42-6. . 

99 

Morphinan-6- 

-one/ 

4,5-epoxy-14-hydro 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 


Average of 5.888 to 6.094 min.: 815088.D\data.ms (-} 


315 


230 


44 70 

55 


115 


84 98 

. ■ f t 4 ‘44|4v 4 


140 


128 

'flyAw 


159 1 (’5 


187 


201 


1. in illjiUiia,. ,.i 


t ‘’"‘ 1 1 T 


214 

>4 


258 

| 244 ] 272 286 3( ?° 

1 i "I' 1 } i -rt"|T - l '‘ ) i ;• 


m/z-> 40 60 80 100 120 1 40 160 18 0 200 2 20 240 260 2 80 300 

Abundance 


SI34019: Morphinan-6-one, 4,5-epoxy-14-hydroxy-3-methoxy-17-methyh (5.a!pha.)- 


315 


80 
60 

40 - 

20 

42 io 

30 || f,r 

: 0 t-i-TTTT rWr. 


230 


70 


140 


201 


.115 


84 98 

ajjJLiyi- 


128 


187 


! 157 -175 ||| | ,j, || t . 244 


258 


217 


272 286 3< ?° 


t t" I 1 ' r ’ j i ‘ t I l l i y'i t ri' l '»yi l 'i u l * j* i -tt**} > If' ' ’ « } 

m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


815088.D 


Fri Feb 24 11:39:34 2012 


Page 2 
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Information from Data File: 

File Name : C:\msdchem\l\System7\01_26_12\815090.D 

Operator : . KAC/.V 

Date Acquired 28 Jan 2012 01 ■; 

Sample Name : BLANK >> e 

Submitted by : P.PIRO 

Vial. Number : • 2 v 

Acqui sitionMeth: DRUGS . M 

integrator: rte ’ 


Abundance 


TIC: 815090.D\dala.ms 


Time-> 2.0C 3,00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


***NO INTEGRATED PEAKS*** 


Fri Feb 24 11:39:41 2012 


815090.D 
















































Area Percent / Library Search Report 


;Information from Data File; ; 

File Name : C:\msdchem\l\System7\01_26_12\815091.D 

: Operator KAC 

Date Acquired . : 28 Jan 2012 2:16 


Submitted by : P.PIRO 
Vial Number : 91 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Abundance 

600000 

400000 


TIC: 815091.0\data.ms 
5.935 : 


200000 

. 2.695 

■■ I ■ ■ 

• 0 —r—! i N ■ ■ i 

Time-> 2.00 3.00 


1 , , i 


4.00 


T-pr 

5.00 



6.00 


*.i.j , j- III -1 1-1-1-1 I-! J-1-1-f~l-1-1-J-r~T~T 

7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time .V.V- 

Area 

Area % 

Ratio % 

2.695 

122651 

10.74 

12.03 ^ 

5.935 

1019643 

89.26 

: 100.00 : 


815091.D Fri Feb 24 11:39:45 2C12 Page 1 


Corbett email PRR 013351 





















































Area Percent / Library Search Report 


Information from .Data File: 

File Name : C:\msdchem\l\System7\01__26__12\815091.D 

Operator v. : l' : KAC 

Date Acquired : 28 Jan 2012 2:16 



Submitted by : P.PIRO 

Vial Number : ' 91 

ftcquisitionMet.h: DRUGS.M 


Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

\Database\PMW_TOX2.L 

; : :PK# RT : : Library/ID CAS# Qual 


1 ,;2.69 1 C: \Database\NIST05a.L 

Acetamide, N-(4-hydroxyphenyl)- 000103-90-2 97 
Acetamide, N~(4-hydroxyphenyl)- 000103-90-2 95 
Acetamide, N-(4-hydroxyphenyl)- 000103-90-2 91 




m lz-> 35 40 45 50 55 60 65 70 75 80 85 90 95 100105 110115 120125130135140145150 155 


815091.D Fri Feb 24 11:39:46 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : C:\msdohem\l\System7\01_26_12\815091.D 

Operator A .V;: KAC 



Vial Number ■: 91 


AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality:80 

\Database\PMW_TOX2.L ■ 


PK# RT Library/ID /CAS# Qual 


2 5.94 C:\Database\NIST05a.L 

Morphinan-6-on.e, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 




81509.1. D Fri Feb 24 11:39:47 2012 Page 3 
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TIC: 815Q96.D\data.ms 


Abundance 


Time-> 2,00 3.00 4.00 5.00 6.00_7.00 8.00 9.00 _1 0.0 0 11.00 1200 


Ret. Time 


***NO INTEGRATED PEAKS*** 


815096.1) 
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Area Percent / Library Search Report 


Information from Data File; 


: File.'Name f t C: \msdchcm.\ 1 \S y s t e m 7\ 01_2 6_12\8150 9 7.D 

: Operator V : ; KAC 
:: Date Acquired : : : 2 8 Jan 2 012 3 :49 

:; Sample Name '■ yV\: OXYCODONE STD 
;: Submitted by ; . a . 

:: Vial Number:: ' : . .95 ; ■ 

: AcquisitionMeth: ' DRUGS. M L. 

: Integrator ; RTE v Vyy 


Abundance TIC: 815097.D\da!a.ms 

5.930 

300000 


200000 

100000 


0 L t-^v 

•II | i 1 

.■| . \y~r~r 

"T 1 j J r 


~r~ 1—f—1—r 

.* * f 1 ’ 

tttjtt 

-i "t 'f i •r-r-i — j— 1—1—1—1 [~t r— r — 1— 

Time--> 2.00 

3.00 

4.00 

5.00 

6.00 

7.00 

8.00 

9.00 

10.00 11.00 _i 2.00 


Ret. TimeL 

Area l.; 

Area % 

Ratio % ; -W 

5.93 0 

411931 .; 

100.00 

100.00 


815097.D Fri Feb 24 11:40:05 2012 Page 1 
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Area Percent /Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\01_26_12\815097,D 

Operator . . ■ kac Vt 

Date Acquired 28 dan .201.2 3:49 

Sample - Name : OXYCODONE STD 

Submitted by : : : 

Vial. Number / ;;: 85 
Acquisi.tionMeth; DRUGS . M f/.--V/tV-vV 
Integrator. L;:/./.'-: RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMWTOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


5 , 93 . 


Abundance 

80 
60 
40 

20 

0 


C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 


Average of 6.888 to 6.089 min,: 815097.D\data,ms (-) 


99 

99 

99 


230 


42 70 

65 


115 


84 88 

li.B M .JLiiIl i,j, ji. 


140 


201 


128 


187 

ii. liLlili,, Jll. i 


214 

UJ :| 


258 

244 272 287 3 ?° 


-rp'-rrri'i'rrr'i tt-i fj TV i iyrTrr| j i Hi' j % i nym Vj i rvr j i f~f « j r i t rf“i , rn“(‘TTTTTT"!TTT 

m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 

80 

. 60 

40 

20 

0 


#134017: Morphinan-6-one, 4,5-epoxy-14-hydroxy-3-methoxy-17-nneShyl-, (5.a!pha.)~ 


230 


42 


15 28 


70 


115 


55 


m/z--> 


98 

(J>i, Li. Li 

140 
128 ; 

!il ... M.,, ijl.'h, , 

159 

i,|i% , 

nryri^r 
■■ 100 

r irn firr 

120 140 

11) 1 

160 


187 
175 ill 

■■ .hJI, : j 


201 


215 

UL 


258 


! 


244 


272 286 

mTTTVrr 


300 


815097 . D 


Fri Feb 24 11:40:05 2012 


Page 2 
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